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SUBJECT: GOM REQUESTS USAEC ENRICHMENT SERVICES FOR SECOND 
UNIT, LAGUNA VERDE POWER REACTOR 

REF: MEXICO 2021 

1. NEEDLESS TO SAY, WE ARE MOST DELIGHTED TO LEARN THAT GOM 

HAS DECIDED TO OBTAIN ENRICHMENT SERVICES FROM USAEC FOR LAGUNA 
VERDE SECOND UNIT. 

2. WE HAVE INFORMALLY ALERTED AGENCY THAT ADDITIONAL AGREE- 
MENTS WILL PROBABLY BE REQUIRED FOR JUNE BG AND ARE PRE- 
PARED TO MOVE QUICKLY TO ACCOMPLISH THE NECESSARY. HAVING 
ALREADY BROKEN GROUND ON FIRST AGREEMENTS, WE SHOULD BE ABLE 
TO TAKE CARE OF MATTER FAIRLY EASILY. 

3. TO GET THINGS STARTED FROM AGENCY’S STANDPOINT, GOM SHOULD 
SUBMIT OFFICIAL REQUEST AND PROVIDE NECESSARY DETAILS TO 
AGENCY ASAP. PORTER 
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